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ERRATA. 








Page 43: 
. A A, 
for “7,= —2 = =" 
A; . 24% 
read “7, = —* = KY r,,.” 
én V ra 
Page 44: 
First line, for “small” read “large.” 
Page 576: 
Fourth line from bottom, for ‘C, B and A” read “ B, EF 
and 4.” 


Page 619, Problem 2: 
Second line, for ‘7. .S.” read “7. S,.” 
Sixth line, for “A read “4%.” 
Seventeenth line, for “A.A. P.” read “E.H.P,.” 


Eighteenth line, read “D, = | 2.88 X AAP.» 

















PA. . 
D.A\. gk Niet 
Twentieth line, read “A. =P X Rk, Xz D+ 7. S,.” 
P.A P.A 
Z : “ eee nage eee) 
Twenty-fourth line, read io Nagy ss a A. 


Twenty-fifth line, read “ /.A.P. = E.H.P,. + P Coef,.” 
Z 3 
Add “E.H.P, = BHP. x (2) ” 


Fins! “AC. = EAP, -~ LAP.” 


Page 877: 
Third line below equation, for “ grains” read ‘ grams.” 


Page 880: 
Fourth line, for “c.c.” read “ grams.” 


Page 1017: 
Last term in the formula at foot of page, for 


>. ‘ Pgs read “ yes 
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